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Date  of  Application,  5th  July,  1890 

Complete  Specification  Left,  13th  Mar.,  1891 — Accepted,  2nd  May,  1891 

PROVISIONAL  SPECIFICATION. 

Improvements  in  Menstrual  Pads  or  Bandages  for  the  use 

of  Women. 

I,  Eliza  Murden  of  9  4th  Avenue  Sherwood  Rise  Nottingham  Lady  do  hereby 
declare  the  nature  of  this  invention  to  be  as  follows  : — 

The  object  of  my  invention  is  to  form  a  pad  or  bandage  convenient  for  the  use  of 
females  at  childbirth  and  menstrual  periods. 

For  this  purpose  I  use  any  kind  of  material  such  as  gauze,  linen  or  other  suitable 
substance  and  form  it  into  a  pad  or  bandage  of  any  required  size,  shape  and  colour, 
the  interior  of  this  bandage  may  be  composed  of  tow,  cotton  wool,  or  other 
absorbent  material.  It  is  fastened  to  a  waist  belt  or  band  by  means  of  loops,  hooks 
or  other  similar  device. 

Dated  this  5th  day  of  Julv  1890. 

GRAHAM  &  GRAHAM, 
Agents  for  Applicant. 
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COMPLETE  SPECI  FI  CATION. 

Improvements  in  Menstrual  Pads  or  Bandages  for  the  use 

of  Women. 

I,  Eliza  Murden  of  9  4th  Avenue  Sherwood  Rise  Nottingham  Lady  do  hereby 
declare  the  nature  of  this  invention  and  in  what  manner  the  same  is  to  be 
performed,  to  be  particularly  described  and  ascertained  in  and  by  the  following 
statement  : — 


The  object  of  my  invention  is  to  form  a  convenient  and  easily  adaptable  pad  or 
bandage  for  the  use  of  females  at  childbirth  and  other  menstrual  periods. 

For  this  purpose  I  form  a  pad  or  bandage  of  any  required  size,  and  color,  of 
gauze,  linen,  or  other  soft  and  suitable  material.  The  pad  may  be  of  any  desired 
shape,  but  preferably  oblong.  The  interior  of  the  pad  or  bandage  may  be  composed 
25  of  tow,  cotton  wool,  or  other  absorbent  material  either  bleached  or  unbleached.  On 
both  ends  of  the  pad  or  bandage  loops  are  formed,  through  which  any  length  of 
cord,  tape  or  other  material  is  passed,  which  in  its  turn  is  connected  with  a  band, 
belt,  or  similar  contrivance  at  the  front  and  back  of  the  wearer  in  the  required 
position. 

30  In  the  accompanying  drawings,  Fig.  1.  represents  a  front  view,  and  Fig.  2.  a  side 
view  of  the  pad  or  bandage,  in  which  A,  is  the  pad  filled  with  the  absorbent 
material  B.  B.  the  loops  through  which  the  cords  or  fastenings  C.  C.  are  passed  for 
attaching  the  pad  securely  to  the  waist  belt. 

Having  now  particularly  described  and  ascertained  the  nature  of  my  said  inven- 
35  tion  and  in  what  manner  the  same  is  to  be  performed,  I  declare  that  what  I 
claim  is  : — 

The  construction  of  a  pad  or  bandage  for  menstrual  purposes  generally,  as 
substantially  herein  set  forth,  described  and  illustrated. 

Dated  this  13th  day  of  March  1891. 

40  GRAHAM  &  GRAHAM, 

Agents  for  Applicant. 
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